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UNCLASSIFIED 
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ACTION PM-03 

INFO OCT-OI EUR-I2 ISO-00 CIAE-00 INR-07 NSAE-00 DODE-00 
( ISO ) W 

020072 

R 23201 IZJUN 75 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 6793 

UNCLAS OTTAWA 2347 

E.O. 11652: N/A 
TAGS: MILL TGEN, CA 

SUBJECT: REQUEST EOR PERMISSION TO TEST SURVEY EQUIPMENT 
IN CANADA 

REE: STATE 109002 

1. WITH REFERENCE TO ABOVE SUBJECT, FOLLOWING NOTE HAS BEEN RECEIVED 
FROM EXTAFF: 

"THE DEPARTMENT OF EXTERNAL AFFAIRS PRESENTS ITS 
COMPLIMENTS TO THE EMBASSY OF THE UNITED STATES OF 
AMERICA AND HAS THE HONOUR TO REFER TO THE EMBASSY’S 
NOTE NO. 86 OE MAY 12, 1975 CONCERNING PROPOSED TESTS 
BY THE UNITED STATES DEFENCE MAPPING AGENCY OE A 
PROTOTYPE INERTIAL POSITIONING SYSTEM IN THE OKANAGAN 
RANGE, BRITISH COLUMBIA, DURING JULY 1 1-25, 1975. 

THE DEPARTMENT IS PLEASED TO INFORM THE EMBASSY 
THAT THE PROPOSED TESTS ARE APPROVED AND THAT THE 
DEPARTMENT OF NATIONAL REVENUE, CUSTOMS AND EXCISE, 

WILL FACILITATE THE ENTRY AND EXIT OF U.S. PERSONNEL 
AND EQUIPMENT. 

"THE DEPARTMENT AVAILS ITSELF OF THIS OPPORTUNITY 
TO RENEW TO THE EMBASSY OF THE UNITED STATES OF 
AMERICA THE ASSURANCES OF ITS HIGHEST CONSIDERATION." 

PORTER 

UNCLASSIFIED 
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